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9107050134 Revised EPIPs.including Rev 123 to EPlP-4Q,Rev 123 to EPIP-5A-2,Rev
123 to EPIP-5F,Rev 123 to EPlP-6F,Rev 123 to EP1P-6K.
" Consumers Power Co. 91706/06. 66pp. 58359:022-58359:085.

9107030089 Advises that revs 99 & 100 to facility emergency plan, consistent w/re-
quirements of 10CFR50.54(q) & acceptable.

GREGER.LR. Region 3 (Post 820201). 91/06/27. BECKMAN.W.L Consumers Power
Co. tp. 58265:097-58265:097.

9107050240 Forwards insp rept 50-155/91-06 on 910507-0617 & notice of violation.
CLAYTQN.B. Region 3 (Post 820201). 91/07/01. BECKMAN.W.L Consumers Power
Co. 2pp. 58340:243-58340:251.

-9107050243 Notice of violation from insp on 910507-0617.Violation noted:licensee ex-
perienced inadvertent start of diesel fire pump on 910615,which was not reported until
3:00 pm.
CLAYTON.B. Region 3 (Post 820201). 91/07/01. 1p. 58340:245-58340:245.

9107100318 Rev 124,Vol 9A to EPIP-5A-2, "Backup & Forecast Meteorolgy."
WARNER.C. Consumers Power Co. 91/07/03. 17pp. 58398:042-58398:058.

9107310008 Forwards description of scope & objectives for 911022 emergency exer-
cise.

BECKMAN.W.L Consumers Power Co. 91/07/22. Document Control Branch (Docu-
ment Control Desk). 5pp. 58611:006-58611:010.

9107310136 Revised General Ofc Emergency Planning GORT/EOF Procedures, includ-
ing Rev 9 to GEN-1, "Overview," Rev 6 to GORT-1, "General Ofc Response Team
(GORT)" & Rev 5 to EOF-2, "Emergency Operations Facility Director."
* Consumers Power Co. 91/07/22. 29pp. 58623:001-58623:030.

, 0. Advisory Committee on Reactor Safeguards reports & correspondence

8103020295 Submits repts of ACRS 620510-11 review & approval of CPC application
for provisional OL & Phase 1 of Saxton Nuclear Experimental Corp 5-yr R&D program.
GIFFQRD.F.A. ACRS - Advisory Committee on Reactor Safeguards. 62/05/12.
SEABORG.G.T. Atomic Energy Commission (Pre 750119). 5pp. 03939:001-03939:001.

P. Operating license stage documents & correspondence

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc fist encl.

PARTLQW.J.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107180146 Forwards diskettes containing current BWR generic fundamentals exam
bank.Two types of files on diskettes. W/o encl.

GALLO.R.M. Operator Licensing Branch. 91/07/10. LACROIX.D.G. Consumers Power
Co. 1p. 58457:013-58457:013.

9107230095 Ack receipt of 910614 submittal which incorporates changes in QA pro-
gram topical rept CPC-2A.Changes found to be acceptable.

MILLER.HJ. Region 3 (Post 820201). 91/07/17. HQFFMAN.D.P. Consumers Power
Co. 2pp. 58480:060-58480:061.

9107300060 Confirms 910906 meeting to discuss issues of mutual interest as requested
in 910711 teicon.Forwards meeting notice.W/o encl.

DAVIS.A.B. Region 3 (Post 820201). 91/07/23. STONE.R.H. Bechtel Power Corp.
2pp. 58559:069-58559:070.

Q. Inspection reports, IE Bulletins & correspondence

9107220294 Provides status of efforts to resolve Insp Rept 50-155/90-08 open items re
EOPs.

BECKMAN.W.L Consumers Power Co. 91/05/23. Document Control Branch (Docu-
ment Control Desk). 5pp. 58539:156-58539:158.

9106030272 NRC Info Notice 91-035, "Labeling Requirements for Transporting Multi-
Hazard Radioactive Matls." Svc list encl.

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413). 91/06/07.
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202.

9106040346 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, Inc. 87pp. 58297:117-58297:204.

9106110125 NRC Info Notice 91-039, "Compliance W/10 CFR Part 21, 'Reporting of
Defects & Noncompliance'." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/06/17. Consolidated Edison Co. of New York, Inc. 70pp. 58568:164-58568:234.

9106130344 NRC Info Notice 91-040, "Contamination of Nonradioactive Sys & Result-
ing Possibility for Unmonitored.Uncontrolled Release to Environ." Svc list encl.
ROSSl,C,E. Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York, Inc. 86pp. 58297:207-58297:293.

9106210108 NRC Info Notice 91-041, "Potential Problems W/Use of Freeze Seals."
Svc list encl

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58416:188-58416:272.

9106210169 NRC Info Notice 91-042, "Plant Outage Events Involving Poor Coordination
Between Operations & Maint Personnel During Valve Testing & Manipulations." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:067-58435:152.

9107050240 Forwards insp rept 50-155/91-06 on 910507-0617 & notice of violation.
CLAYTON.B. Region 3 (Post 820201). 91/07/01. BECKMAN.W.L Consumers Power
Co. 2pp. 58340:243-58340:251.

-9107050243 Notice of violation from insp on 910507-0617.Violation noted:licensee ex-
perienced inadvertent start of diesel fire pump on 910615,which was not reported until
3:00 pm.
CLAYTON.B. Region 3 (Post 820201). 91/07/01. 1p. 58340:245-58340:245.

-9107050245 Insp rept 50-155/91-06 on 910507-0617.Violations npted.Major areas
inspected:surveillance     activities     on     one     sys.maint     activities     on     one
component,operational safety verification & onsite response to events.
DEFAYETTE.R.W. Region 3 (Post 820201). 91/07/01. 6pp. 58340:246-58340:251.

9106280018 NRC Info Notice 91-043, "Recent Incidents Involving Rapid Increases in
Primary-to-Secondary Leak Rate." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/05.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:153-58435:238.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co. of New York. Inc. 63pp. 58464:001-58464:065.

9107170254 Provides response to NRC 910524 Itr re violations noted in Insp Rept 50-
155/91-OS.Corrective actions:training & clear guidance will be provided on definition of
LOG by 911001.

BECKMAN.W.L Consumers Power Co. 91/07/09. Document Control Branch (Docu-
ment Control Desk). 8pp. 58482:306-58482:313.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

9107240129 Ack receipt of 910709 Itr informing NRC of steps taken to correct violations
noted in Insp Rept 50-155/91-05.

CLAYTON.B. Region 3 (Post 820201). 91/07/18. BECKMAN.W.L Consumers Power
Co. 1p. 58498:133-58498:133.

9107240116 Responds to NRC 910701 Itr re violations noted in insp rept 50-155/91-
06.Corrective actions:Office for Analysis & Evaluation of Operational Data reviewed
event & provided further guidance re reportability under 10CFR50.72.
BECKMAN.W.L Consumers Power Co. 91/07/19. Document Control Branch (Docu-
ment Control Desk). 3pp. 58551:157-58551:159.

9107300171 Forwards rev 5 to IGSCC insp program in response to Generic Ltr 88-01.
BECKMAN.W.L. Consumers Power Co. 91/07/24. Document Control Branch (Docu-
ment Control Desk). 22pp. 58592:319-58592:340.

R. Periodic operating reports & related correspondence

9107100201 Monthly operating rept for June 1991 for Big Rock Point.W/ 910701 Itr.
BECKMAN.W.L, JOHNSTON.J.R. Consumers Power Co. 91/06/30. 6pp. 58395:012-
58395:017.

S. Reportable occurrences, LERs & related correspondence

9107030018 LER 91-004-00:on 910528,secondary backup core spray sys valve MO-
7070 declared inoperable & plant shutdown when green & red position  limits
illurninated.Caused by waterhammer.Sys flushed to remove rust.W/910626 Itr.
BOURASSA.M.D..    BECKMAN.W.L    Consumers    Power    Co.    91/06/26.    14pp.
58396:100-58396:113.

9107170170 Summary of operating reactors events meeting 91-12 on 910626.
CHAFFEE.A.E. Events Assessment Branch. 91/07/03. ROSSI.C.E. Division of Oper-
ational Events Assessment (Post 870411). 22pp. 58448:301-58448:322.

9107240012 Forwards LER 91-005-00 re unplanned activation of diesel fire pump.Using
guidance contained in Suppl 1  to NUREG-1022, util concluded that event not
reportable.Requests that AEOD review util position & provide further guidance.
BECKMAN.W.L. Consumers Power Co. 91/07/15. Document Control Branch (Docu-
ment Control Desk). 4pp. 58569:122-58569:128.

-9107240015 LER 91-005-00:on 910615,unplanned activation of diesel fire pump oc-
curred while draining steam drum.Caused by janitor moving control operator chair next
to reactor depressurization sys panel.Pump shutdown.
BOURASSA.M.D. Consumers Power Co. 91/07/15. 3pp. 58569:126-58569:128.

9107230111   PNO-III-91-031:on  910716,reactor operator smelled  smoke   in  control
room.Source   of   smoke   identified   as   transformer.No   fire   &   only   transformer
damaged.Corrective actions will include review of similar transformers.
DEFAYETTE.R. Region 3 (Post 820201). 91/07/17. 1p. 58480:100-58480:100.

DOCKET 50*156 UNIV. OF WISCONSIN RESEARCH REACTOR

R. Periodic operating reports & related correspondence

9107290176 "Univ of Wisconsin Nuclear Reactor Lab,1990-1991  Annual Operating
Rept" W/910722 Itr.

CASHWELL.RJ.  Wisconsin,  Univ. of,  Madison,  WL  91/06/30.  19pp.   58591:324-
58591:341.

DOCKET 50-160 GEORGIA INSTITUTE OF TECHNOLOGY RESEARCH REACTOR

tal Corp. 3pp. 58595:057-58595:059.
